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The 15th July , 1975 


No. 149 / Drainage / Rohtak . - Whereas it appears to the Governor of Haryana that land 
specified below is needed by the Government, at public expense , for a public purpose, namely , for 
the Bringing to Designed Section Rithal link drain from R.D.0 to R.D. 12,400 in village Anwali 
and Rithal Nerwal in tehsil Gohana, district Sonepat, it is hereby notified that the land in the locality 
specified below is to be required for the above purpose. 

This notification is made under the provisions of section 4 of the Land Acquisition Act, 1894 , 
for the information of all to whom it may concern . 

In exercise of the powers conferred by the aforesaid section , the Governor of Haryana hereby 
authorises the officers of Irrigation Department for the time being engaged in the undertaking along with 
their servants , workmen , etc. to enter upon and survey land in the locality and do all other acts required 
or permitted by that section . 

Further , whereas the Governor of Haryana is satisfied that the land is required for the said 
work which is of very urgent importance within the meaning of clause (c ) of sub -section (2 ) of section 17 
of the said Act, and whereas the Governor of Haryana is of the opinion that the provision of sub -section 
(2 ) of the said section are thus applicable, it is hereby directed under sub - section (4 ) of section 17 of the 
said Act that the provísions of section -A of the said Act shall not apply in regard to this 
acquisition . 

SPECIFICATIONS 


District 


Tehsil 


Village 


Area in 
Acres 


Boundary /Khasra Nos . 


A strip of land 12,400 feet in 

length along the left side of 
existing Drain varying in widths , 
generally lying partly in the 
direction from West to East and 
partly from South -West to North 
East as shown on the index 
plan 


Sonepat 


Gohana 


Anwali 


3.60 


94 


1 /1-2, 


2/1 


95 


81 


5 , 


7/1 , 8 , 12 , 9/2 


22 


96 


11, 12, 13, 14 /1-2, 15 /1-2, 20/1, 21/1 , 26 


97 


15 , 


16 , 25/1 


100 


5/1, 6/2 , 15/1, 16/1/1, 16/2/2 , 25/1/1, 25/2/1 


120 


5/1, 7/2 , 13/2 , 14/1, 17 , 18/2 , 18/1/2 , 22/1, 23/1 


122 


345 , 346 , 373, 375, 1299 , 1300 , 


2/1 


1325 
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Disyrict 


Tehsil 


Village 


Area in 
Acres 


Boundary / Khasra Nos . 


Sonepat 


Gohana 


4.40 


Rithal 
Narwal 


43 


16/1/1 , 


16/2/2 


44 


16/1 , 17/1/1, 18/1/1, 17/2/1, 18/2/1, 19/1/1 , 


44 


45 


19/2/1, 20 


16/2/1, 16/1 , 16/2/2 , 


17/1/1, 


45 


18/1 , 19/1/1, 19/2/1, 20/1 


46 


16/1 , 17/1, 18/1, 


19/1, 


20/1, 


20/2/1 


47 


16/1 , 17/1 , 18/1 , 19/1, 20/2, 17/2 , 17/3/1 


48 


2/1, 3/1 , 9/2 , 12/1, 


11/1, 20/1 


15 


15/1, 15/2 , 17/1, 17/2/1 , 23/1, 23/2/1 , 24/1 


14 


2/1, 9/1, 10/2 , 11/19 


191, 195 , 271 , 278 , 279 , 670 , 699 


Total 


8.00 


The 19th July , 1975 
No. 150 /Drainage /Rohtak .--- Whereas the Governor of Haryana is satisfied that the land specified 
below is needed by the Government, at public expense, for a public purpose , namley, for the Realigment 
of Kulasi Drajn in Reach R. D. 0 to R. D. 15,350 in villages Parnala , Bahadargarh, and Bahmnaauli , tehsil 
Bahadargarh and district Rohtak, it is hereby, declared that the land described in the specification below 
is required for the aforesaid said purpose. 

This declaration is made under the provision of section 6 of the Land Acquisition Act, 1894 , to all 
whom it may concern and under the provisions of section 7 of the said Act, and the Land Acquisition 
Officer, Public Works Department, Irrigation Branch , Ambala City is hereby directed to take order for 
the acquisition of the said land . 


Plans of land may be inspected in the offices of the Land Acquísítion Officer, Public Works 
Department, Irrigation Branch , Ambaia City and the Executive Engineer , Drajnage Division , Rohtak , 

SPECIFICATIONS 
District Tehsil 

Village Area in 

Khasra Nos . 
Acres 


Rohtak 


Bahadargarh 


Parnala 


7.46 


A strip of land 
land varying 

in 
widths and 15,350 feet in length 
generally lying in the direction 
from North to South and 
North -West to Sooth - East as 
sdown on the index Plan . 
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District 


Tehsil 


Village 


Khasra No. 


Area in 

acres 


Rohtak 


Bahadargarh 


Parnala 


10 


AD 


15, 16 , 25 


11, 20 , 21 , 22/ 1-2 


12 


1 /1-2 , 2 , 3 /1-2 , 7 , 8 /1-2, 9, 13, 

12 


14 /1-2 , 15 , 16 , 17 , 24 , 25 
.24 13 

23 


9 


5 , 6 


21 


1 , 9 , 10 , 11 , 
23 


12 / 1-2 , 18, 19 , 20/1 , 22 / 1-2 , 23 ) 

30 


2 , 3 /1-2,4,7,8 , 14 , 13 , 15 , 


30 


16 /1-2 , 17 , 15 /1-2 , 26 


31 


46 


20/2 , 21 


5 


45 


1, 2 / 1-2 , 3, 9/ 1-2-3 , 10 /1-2 , 11, 

45 


12 /1-2 , 13 , 17/2 , 17/3 , 18 / 1-2-3 , 

45 


54 


19/1 , 23, 24 3 / 1-2 
121 , 128 , 513 , 519 , 521 , 522 , 
532 , 533, 539 , 540 , 565, 566 , 568 , 
546/1 
2659 , 2660 , 2661, 4062/2662 , 
4063/2663 , 2664 , 2665, 2666 , 
2667,2668 

6 


DO 


Do 


Bahadargarh 


0.73 


Do 


DO 


Bahmnaauli 


15.04 


9 


14 , 17 , 24 , 25/1 

17 


28 


5 , 6 , 15 , 16 , 25 /1-2 5 , 6 , 15 , 
28 

41 


16 , 24/2 


4 , 7, 14 , 17 / 1-2 , 24, 27 

53 


4 , 7/2 , 8 , 13 , 14/1 , 23 , 116 

65 


3,8,9, 12/1-2, 13 / 1-2 , 18/2 , 19, 22 

78 


2 , 9 , 11, 12 , 19/2 , 20 , 21 , 22/1 

88 


1, 10 , 11, 20 , 21/1 
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District 


Tehsil 


Village 


Khasra Nos. 


Area in 
acres 


Rohtak 


Bahadargarh 


Bahmnauli- concld 


89 


98 


15/2 , 16 , 25 5 , 6 , 15, 16 , 17 , 
98 

99 


24 , 25/1 , 26 , 27 1/1 , 10/2 
107 

109 


4 , 7, 5/1 , 14 , 17, 243, 4 , 26 


133, 136 , 137 , 151, 163, 406 , 407 , 
598 to 630. 631 to 651 , 652 to 
686 , 868 , 871, 872 , 888 , 890 , 907, 
932, 937, 939 , 942 


By order of the Governor of Haryana , 


P. N. KAPUR , 
Superintending Engineer, 
Drainage Circle , Karnal. 


The 16th July, 1975 
No. 10363/2L . - Whereas the Governor of Haryana is satisfied that the land specified below is 
needed urgently by the Government at Public expense , 

from 

namely, for constructing Jhanjra Minor 
R. D. 0. to tail R. D. 13750 taking off at R. D. 74050 - Right Damkora Distributary in villages 
Gothera and Jhanjra Sheoran in Tehsil Loharu , District Bhiwani, for which a notification has been 
issued under sub -section ( 4 ) of section 17 read with clause ( C ) of sub -section ( 2 ) of section 17 of 
the said Act and published vide Haryana Government notification No. 5770 /2L , dated 2nd May, 1975 
in Haryana Government Gazette, Part I, Page 662, dated 20th May, 1975. It is hereby declared that the 
land described in the specifications below is required urgently for the above purpose . 

This declaration is made under the provisions of section 6 of the Land Acquisition Act, 1894 
for the information of all to whom it may concern . 

The plans of the land may be inspected in the offices of Land Acquisition Collector Public 
Works Department, Irrigation Branch , Ambala and the Executive Engineer . 


SPECIFICATIONS 


District 


Tehsil 


Village 


Boundary 


Area in 
acres 


Hadbast 

No. 


Bhiwani 
Bhiwani 


Loharu 
Loharu 


Gothera 
Jhanjra 
Sheoran 


20.51 
1.20 


21.71 


A strip of land 13750 
feet in length and vary 
ing in widths passing 
through Khasra number 
as per statement attached 
separately lying gene 
rally in the direction 
from south - east to 
north - West as demar 
cated at site and shown 
in the index plan . 
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Statement showing the Khasra Number for land proposed to be acquired for constructing 
Jhanjra minor from R.D. 0 to 13750 taking off at 

RD 74050 Right Damkora Distributary in 
villages Gothora and Jhanjra Sheoran in Tehsil Loharu , District Bhiwani : 


Sr. No. 


District 


Name of 
Village 


Hadbast No. 


Khasra No. 


1 Gothera 


Loharu 


Bhiwani 


49 


98, 97, 96 , 95 , 94 , 93 , 92, 
89 , 87 , 180 , 179, 178 , 169 , 
168 , 165 , 157. 156 , 155 , 206 , 
197, 196 , 357/195 , 350 / 195 
193 , 188, 181, 229 , 228, 216 , 
213, 212 , 211. 209 , 208, 251 , 
250 , 234 , 233 , 232 , 231, 230 
90 , 250/89, 88 


Loharu 


Bhiwani 


47 


2 Jhanjra 

Sheoran 


No. 10371/ 2L . - Whereas the Governor of Haryana is satisfied that the land specified below is 
needed urgently by the Government , at public expense, namely , for constructing Dhanger Minor from 
R. D. O to tail R.D. 16000 off taking R.D. 56200 -Right Jui Canal in villages Dhangar and Kairu , tehsil 
Bhiwani, district Bhiwani, for which a notification has been issued under sub -section (4 ) of section 17 
read with clause (c) of sub - section (2 ) of section 17 of the said Act and published , -vide Haryana Government 
Notification No. 5380 /2L , dated 23rd April , 1975 in Haryana Government Gazette , Part I, it is hereby 
declared that the land described in the specification below is required urgently for the above 
purpose . 

The declaration is made under the provisions of section 6 of the Land Acquisition Act, 1894 , 
for the information of all to whom It may concern , 


The plans of the land may be inspected in the offices of the Land Acquisition Collector, 
Public Works Department, Irrigation Branch , Ambala , and the Executive Engineer. 

SPECIFICATION 


District 


Tehsil 


Village 


Area 

in 
Acres 


Hadbast 
No. 


Boundary 


Bhiwani 


Bhiwani 


Dhangar 


3.59 


66 


Do 


Do 


Kairu 


20.79 


72 


A strip of land 16,000 feet in length 

varying in width passing through 
Khasra numbers as per separate 
statement below lying generally 
in the direction from South - West 
to North - East, then South -East to 
North - West as demarcated at site 
and as shown on the index plan : 


Total 


24.38 


Statement showing Khasra Number in which the land is proposed to be aquired for constructing 
Dhangar Minor from R.D. O tail R.D. offtaking R.D. 56200 Right Jui Canal in village Dhangar and Kairu 
in Tehsil Bhiwani, District Bhiwani : 


Name of Village 


Hadbast Number 


Khasra Number 


Serial 
No. 


1 


Dhangar 


66 


58/56 , 15 , 16 , 25 
57/1 , 10 , 11, 20 , 21 
12/1, 2 , 42/2, 9, 10 
21/1, 2 , 20/1 , 2, 11/1, 2 
40/13 , 18 , 19 , 22 
24/4 , 5, 6 , 7, 14 , 15, 16 , 17 
23/16 , 24 , 25 
721, 722, 714 , 713, 712 , 711, 125 
132 , 79 , 78 , 77 , 25 , 26 , 33, 34 . 
35, 36 , 37 , 38 , 39 , 40 and 41 


2 


Kairu 


72 


